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TENDER NOTICE 

No. S3/603/2013/HDS. 26th February 2013. 

Sealed tenders in the preseribed forms are invited for 
providing Net working to CT Scanner and MRI Scanner 
with fibroptic cables and switches for PACS system to 
Govt. Medical College Hospital, Calicut. 

Superscription Tender Number should be specifically 
noted— S3/603/2013/HDS. 

Price of tender (in duplicate) 

ST (cash only/Money order)—' 454. 

Date and time of close of sale of tender forms— 
8-4-2013 at 3 p. m. 

Date and time of receipt of tender—9-4-2013 
at 5 p. m. 

Date and time of opening of tender—10-4-2013 
at 12 Noon. 

Date up to which rates are to be firm—31-8-2013. 

Address of Officer from whom tender forms are to be 
obtained and whom tenders are to be sent—The 
Superintendent, Medical College Hospital, Kozhikode-8. 
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Govt. Medical College Hospital, (Sd.) 

Calicut-8. Superintendent. 












